
Isomet introduces another technological 
breakthrough. 

Using the latest elasto-optic crystals 
and high coupling single crystal piezoelectric 
transducers, we have developed the only 
commercially available line of Bragg angle 
Laser beam deflectors for display, optical 
memory and laser printing applications. 

Our electronic beam deflection 
addressing circuits can be used for either 
random access or scanning applications. 

We have achieved resolutions of up to 
100 spots and are in the process of 
developing 400 spot systems. Present 
devices exhibit deflection efficiencies 
approaching 70% at band center. 

Our engineering department can meet 
your most critical requirements with custom 
units for a variety of optical wavelengths 
from 488 nm to 1060 nm, with access or 
flyback times ranging from 0.25 to 10 usee. 


For state-of-the-art Laser Beam 
Deflection and Scanning systems, look 
to the leader . . . Isomet. 

For additional information, call or write: 
Isomet Corporation 
433 Commercial Avenue 
Palisades Park, N.J. 

(201)944-4100 
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